
7 ROM Doctor: “Well, Mrs. O’Brien, I hope 

>UNCH.” y° ur husband has taken his medicine 
regularly, eh ? ” 

Mrs. O'Brieit: “ Sure, then, docthor. I’ve been sorely 
puzzled. The label says, ‘ One pill to be taken three 
times a-day,’ and for the life of me I don’t see how it 
can be taken more than once ! ” 
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